Bear Henry* 



11/18/82 

I* vo road the revised Magic Bullet chapter and will comment on it tomorrow. 

I was goings to read Cfeater 6 when 1 realised tliat it is too late. So I reread 
you letter with it and will undertake to inpart significant to the Tagu q matter. 

*ou understand correctly, that he has to have suffered his slight wound as the 
result of the "missed" or UG*a second shot. 

This being the case, then any traces of that shot have to natch the other 
known remnants and 399= 

The FBI and the WC had a real opportunity to establish their lone-nut assassin 
ease by immediately retrieving the deposits from the cruhstone and testing them. 

They didn’t. 

The FBI and SS ignored the missed shot and the Tague woundingo Neither Tags nor 
the missed shot is mentioned in the FBI’s definitive, five-volume report ordered by 
LBJ . Yet this was known at t- e outset. The Tague wounding was broadcast immediately 
by the police and the FHE transcribed the belts and discs for the ¥C. Moreover, the 
Dallas Homing News carried a picture of the visible hole in the curbstone the next day. 

The FBI ignored Tague until D'im Jtehrer wrote a snotty and unfair story. The WC 
ignored him until after it adopted the single-bullet theory, until 7/64. Maybe both 
would have ignored 1dm forever if Tom Dillard, who took the 2KS5 picture the IX-HT 
printed, lad not worried about the leaks which solved the crime without accounting 
for tills missed shot. and Tagus’s wounding. He covered an affair of some kind in 6/64 
and mentioned tills to Barefoot Sanders, then USAttomey in Dallas. Sanders had a 
woman on his staff write the ¥C and she enclosed another print Dillard provided. 

The WC then asked the FBI to investigate tills. The Dallas field office claimed it 
could not find the- impact on the crubstone. It tried to explain this by noting that 
the regular washing of the streets with mechanical equipment could have woad the 
top of ~he curbstone away! The WC could not go with that, so it (liebelerjl deposed 
Tague and the FBI sdnt Shaneyfelt down. 

During the deposition Liebeler showed Tague some pictures and asked him if they 
were frames from a movie Tague had taken in May, to show his folks when he plained to 
go back to Indiana. Tague was SIX flabbergasted because to the best of his knowledge 
nobody knew he had taken tiie movies. I have not found any WC or FBI record indicating 
that xt Lad any knowledge that he had taken movies, either. 

Tague had a problem. He knew where the hole was, but by May 64 it wasn’t there. 

He had another problem. His movie just disappeared and he had it no longet. 

There is no doubt that there was a hole at the time of the crime. I have pix 
and descriptions. 

What Shaneyfelt did required no skill at all. He bad contemporaneous descriptions 
and pcctures and live witnesses. lie was able to pinpoint the spot exactly. He had Dallas 
cut that section of crubing out and he flew it to the lab. But be knew when he did 
at that the hole had been patched. I’ve saint you the case agent’s own synppsis , 
that there had been a hole but by the tine, Shaneyfelt went down in 8/64 it wasn't 
there any more. 

So, knowing that it was perpetrating; a fraud — do you think it wanted its no— 
conspiracy case blasted by acknowledging - that someone, certainly now Oswald, had 
patchec that hole so the remnants could hot be receovered and tested — it wont ahead 
and did just that, it tested the pa&th and pretended it was testing the actual 
remnants of the allot. 

Even then it did no tell all the rest. It pretended in what it gave the WC 
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— wowaMjuuiiu wait, tuo aeposrc could have been fron a bullet. 

(Obviou ly, they could have say no if no natch and maybe if possible match, but they 
didn't.) What they withhold fron rae in the litigation in the examiner's notes, which 
I got by other and proper means, in which he said that what was tested could have 
been caused by an automobile wheel weight. The only eStant test results show lead ”,<ith 
a trace of antimony, ffliat leaves most of the elements of the bullet out.AM, the 
only spectrographic plate allegedly missings is, you guessed it, this one, of the 
curbstone test. And with my 1966 request, 1 aia still in court. 

Xou can make this read like a real detective story, it is that farouto 

There is no doubt at all, the curbstone was patched - and the SIS. knew it, 
and had made halfasaed explanations to avoid doing anything at all. 

-•'ow why would anyone want to patch that hole? Who would want to? Oswald could 
not have, obviously. 

Because I'm a little tired, tills may not be clear. If not, tell me. Now, if 
it is clear enough, maybe you can see why I was suggesting that you (KD) have some 
of the teats done that can be done , like having a concrete expert assess the 
color and texture of the patch. Or he party to what I've asked in court and is still 
before the appeals court. Except in Post Horten, this has never been pubiishgd. All 
of it is in groat detail in the court records, inclining a Tagus affidavit. Nobody lias 
ever mentioned any of this and no reporter was ever in the courtroom for a ny of the 
calendar calls. Even the pictures ere _in the record. And VJ/FEL has never made ary 
effort at all to rebut any of this. It is so tight they can't. 

, There is no way of knowing when the appeals court dill hand down, its decision. 

I’ e given it a very tough one, the demand that the FBI be required to duplicate the 
tests the results of which it was required to preserve and claims it can't find now. 
(They also allege that the plate was discarded to save space, this one thin piece of 
film, this one among nary.) 

It is a helluva story, one with visuals, and you might want to consider doing 
a separate SB place that can promote the book onrit because you won't have ssrsz 
space for the entire mystery thriller. With any attention it can have enormous 
impact, more because the entire thing is entirely unchallenged in federal court. 

It may sound complicated but it isn’t. If you read the records it will be 
quite clear. 

°h, yes - according to Guinn, there are no traces remaining for him to have 
tested. It seems that with only a minute specimen needed, according to “uinn there 
is nothing at all in the entire area of 5/4" xl ", (Of course, Guinn was actually 
expecting to find bullet metal, but that is buried under the patch. But if he could 
find hothing, what did the FECl test?) 



Hastily, 




